MAINBOARD 


Page Description 

1 INCA-IP2 CLK, JTAG, TEST 

2 USB 

3 EBU, NAND-FLASH, BMODE 

4 DDR-RAM 

5 EPHY ANALOGUE PART 

6 GETH PHY 

7 INCA-IP2 RGMII-INTERFACE 

8 INCA-IP2 10/100 ETH-INTERFACE 

9 HEADSET, HANDSET 

10 LOUDSPEAKER, MICROPHONE 

1 1 ADAPTER-BOARD CONNECTOR 

12 INCA-IP2 POWER 

1 3 INCA-IP2 LED AND KEY, KEYBOARD-CONNECTOR 

1 4 POWER OVER ETHERNET 

15 POWER GENERATION 


© Infineon 
All Rights 


Technologies AG 2006. 
Reserved. 


LEGAL DISCLAIMER: 

THE INFORMATION GIVEN IN THIS DOCUMENT IS GIVEN FOR ILLUSTRATING MAINBOARD 


PURPOSES ONLY. THE RECIPIENT OF THIS DOCUMENT MUST VERIFY ANY FUNCTION 

DESCRIBED HEREIN IN THE REAL APPLICATION. INFINEON TECHNOLOGIES HEREBY 


DISCLAIMS ANY AND ALL WARRANTIES AND LIABILITIES OF ANY KIND (INCLUDING 

WITHOUT LIMITATION WARRANTIES OF NON- INFRINGEMENT OF INTELLECTUAL 

PROPERTY RIGHTS OF ANY THIRD PARTY) WITH RESPECT TO ANY AND ALL 

INFORMATION GIVEN IN THIS DOCUMENT. 

Title 

INCA-IP2 Reference system 



Size 

A 

Document Number 
release 1 .0 

Rev 

1.1 

Date: 

Wednesday, October 18, 2006 ISheet ( 

) of 15 



MAINBOARD 



MAINBOARD 






D |_DM1 >^10^^30^ 

DLD mo>^»EJ-^- 


r T 


Kg=±£ 


s 

II 


I 


X J«»NI 


~TpjelMP-2.5 »| 'lpM38690DT-2 


ass ^sMfass 
ass istgass 


| ~ 1^0NF ~|^0NF ~]^0NF "fflo NF ~^0 NF 


_fcl07 _fcl08 cfe 

jTOO NF ~~fl50NF ~F fOON^~ 


DDR/SDR SDRAM 


VDD_DDR_SDR[4] 


MAINBOARD 




MAINBOARD 



MAINBOARD 



Title 

INCA-IP2 Reference system, Main pcb, RGMII-Interface 

Size 1 

A4 

Document Number IRev 

release 1.0 1.2 

Date: 

Wednesday. October 18, 2006 gheet 7 of 15 


MAINBOARD 



MAINBOARD 



Title 

INCA-IP2 Reference system, Main pcb, INCA-IP2 10/100-Interface 


Size 

A 

Document Number 
release 1 .0 

Rev 

1.2 

Date: 

Wednesday, October 18, 2006 

ISheet f 

3 of 15 












